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1.  GEHERAL  STATISTICS. 


Area  (in  acres)...... . . .  47,784 

Population  (1957)  . ' .  10,870 

Rateable  Value  .  £72,994 

X  f  7  • 

Produce'  of '  a  Penny  Rate  (Estimated).....  £  300 


2.  EXTRACTS  FROM  VITAL  STATISTICS  OF  THE  YEAR 


,  -f,  >  * 


(A)  BIRTHS. 


i  * 


Live  Births  . 


Males  Females 


Total  ...... 

*  * 

Legitimate,. .. 
Illegitimate 
Stillbirths . 


76 

75 

1 


72 

70 

2 


Total 


0 


Legitimate  . ........  0 

Illegi  ij imat 0  . ,.  ■  0 


1 

1 

0 


(B)  DEATHS 


Total  Males  Females 


Deaths  from  all  causes.,..,.  114 


58 


56 


Humber'  of  Women  dying  in,  or  In  consequence  of childbirth 

•  (a*)  From  Sepsis  . . . 1 

(b)  From  Other  Causes  * . .  0 


-  7 


Deaths  of  Infants  under  One  Year  of  Age  : - 


Males  ..Females 


Total  . . . * . 2 

Legitimate  ...... . .......  2 

Illegitimate  . . . . . . .  0 


1 

1 

0 


Deaths  of  Infants  under  One  Week. «  1 


If 


If 


tl 


from  One  to  Four  Weeks  (Inclusive)..  1 


!?  II 

!!  If 


,!  from  One  to  Six  Months  . . .  1 

*'  H  ►  X  4  ■  . 

!f  from  Six  to  Twelve  Months  0 


*  V.  A 


Total  .  3 


Deaths  from  Measles  (All  Ages)  •  . . . .  0 

Deaths  from  Whooping  Cough  (All  Ages)  . . .  ...  .... .  0 

Deaths  from  Diarrhoea  s  (Under  Two  Years)  . . .  0 

«,  ^  •  *  i 

There  has  not  ..hee n  any  excessive  mortality 

'  !  -v  , 

U  i, 

during  the  year.  The  total  number  of  deaths  occurring  In 
the  District  was  114,  compared  with  126  in  1956. 

The  Chief  causes  of  death  were 

»  -  ».  r--  — «...  -  ..  - - - . 

t 

Heart  Disease  and  Diseases  of  the  'Circulatory  System  ....  50 

Cancer  . . . . . . *  . .  14 

*  1  ?  >  *  *  ,  .  . 

Inter- Cranial  Vascular  Leasions  . . . . . . . .  15 

•  / 

’  "  *■  -■  v  V  ,  . 

Old  Age  . . . . .  o  .......  .  8 

In  All  Causes  of  Death  : - 

Those  dying  between  the  ages  of  75  and  80  were  .  32 

«  7 

HU  II  If  I!  II  If  m  j  oc  M 


81  and  85 

«  *; 

(Continued  on  Hext  Page) 


20 


8 


5 


Those  dying  between  the  ages  of  86  and  90 

Those,  dying  above  the  age  of  90  . . 

A  total  of  67  or  58.77  per  cent  of  the 


.  10 

total  deaths . 


NOTIFIABLE  DISEASES  DURING  THE  YEAR 


Disease 

Measles 


Total  Cases 
lot  if iso. 


13 


Cases  admitted  to  Tot a 
TsEHEatTori  “  Dearth 

~TIo  spftaT  s  ‘  ^  * 


Who  on  in  g  Cough.  .  . .  57 

Pneumonia. . . .  6 


0 


0 


u 


p 


Scarlet  Fever.  ........  4 

Dysentery.  .............  1 

Tuberculosis 

(a)  Respiratory..  1 

(b)  Hon -Respiratory  0 


62 


0  0 

0  0 

'0  0 

0  0 

~cT  *  ~2 


The  notification  of  Infectious  Disease  in  the  District  by 
medical  Practitioners  w as  satisfactory. 


4.  OPHTHALMIA  NEONATORUM 


TvT 


lo  cases  notified 


5.  CAUSES  OF  SICKM8* 


nothing  to  note. 


i — ! !  co  ! 


6.  SUMMARY  OF  NURSING  ARRANGEMENTS,  HOSPITALS 


AND  OTHER  INSTITUTIONS  AVAILABLE  IN  THE  DISTRICT 


A .  Professional  Nurs ing  in  the  Hone : - 

(I)  General:-  There  are  9  nurses  in  the  district  engaged 


in  general  district  work,  who  are  affiliated  to  th 
County  Nursing  Association,  and  between  them  they 
c  o  v e r  th e  wh ole  district. 

(iij  For  Infectious  Diseases:-  Cases  of  Infectious 

Disease  were  either  nursed  by  their  relatives  or 
by  nurses  obtained  from  Nursing  Homes  or  Hospitals 
outside  the  District. 


B.  Midwives 


There  are  9  Certified  Midwives  practising  in  the  District. 

C.  Clinics  and  Treatmen t  Centres  -  None  in  District. 

D.  Hospitals  situated  in  the  District  -  None. 

E .  Ins titutional  Prov i s i on  for  Unmarri ed  Mothers,  Illegitimat e 

Infants  and  Homeless  Children  :  None  in  District. 


Ambulance  Facilities 


(i  ) 

ii ) 


For  Infectious  Cases  -  None. 

For  Non-  Infectious  Cases  wind  Accident 

Ambulance  provided  by  the  County  Coun 

< 

at  the  A  mbulance  Station,  Commercial 


s'  -  The  Motor 
cil  and  kept 
Road,  She p ton 


10 


(Tel.  2242),  is  used  when  necessary. 


Mallet 


G-.  Scabies. 


No  cases  of  Scabies  have  been  brought  to  my  notice. 

7.  MINISTRY  OP  HOUSING  uND  LOCAL  GOVERNMENT  ENQUIRIES 


IN  RESPECT  OP  3 PIERAGE  OR  LATER  SUPPLIED 


There  were  none  during  the  year. 


3.  HOUSING 

For  details  see  the  Report  of  the  Senior  Public  Health 
Inspector . 


AND  POOLS 


(a)  Privately  owned.  -  One  at  Downside  College,  Stratton- 
on-  the  -Posse  . 

Water  -  main. 

Treatment  -  Re-circulation,  Filtration  and 


Automatic  Chi orination . 


:h.e  estimated  average  number  of  bathers 


daily  during  the  S 

vj  sW 

eason 

is  not  known 

as 

this 

is 

a  private  shimming 

u. 

pool 

for  scholars 

at 

Downs 

3  id 

College  on 1 y .  N o 

s  amp 

les  were  take: 

i . 

(b )  Owned  by  Local  Authority 


None 


♦ 
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10  *  LABO  RA TO  RY  WO RK 


Examinations  of  bacteriological  and  pathological  spec¬ 
imens  are  carried  out  at  the  Public  Health  Laboratory 


at  Bath  and  considerable  use  of  this  Laboratory  ha 


cx  o 


been  m.a  d  e  du  r  i  n  g  the  ye  a  3? , 


A  supply  of  Diphtheria  Antitoxin  is  kept  by  Messrs, 
Boots  (Chemist)  and  Miss  Watkins  (Chemist)  at  Shepton 


T-Tp  1 


let,,  and  can  be  obtained  by  Practitioners  on  the 


iT  a  t  i  o  n  a  1  He  a  1 1  h  P  r  e  scrip  t  i  on  P  o  rm  , 


11.  FOOD  PO I  SOTTING 


4*V»  ..I 


Ho  cases  have  been  notified  during  the  yea 


>0 


“0**0  -0~0~0~0~0  -  0-  0 -0  ‘-0*"0-'0-0‘“’0~,0“0~ 
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REPORT  OP  THE  SENIOR  PUBLIC  HEALTH  INSPECTOR 


SECTION  A  -  WATER  SUPPLIES 


1  •  Quality  and  Quan t  i  ty 


There  were  no  shortages  of  water  from  the  Council's 
supplies  in  1957.  Untreated  water  supplied  to  part  of  the 
parish  of  West  Bradley  from  the  Council's  source  at  West 
Bradley  and  untreated  water  supplied  to  part  of  the 
parish  of  Downhead  by  the  Norton-Rads tock  U.D.C,  have 

proved  at  times  to  be  subject  to  seasonal  contamination 
but  this  contamination  is  surface  pollution  only  and 

it  has  not  been  found  practicable  to  chlorinate  this 
water.  Apart  fram  these  two  supplies  the  water  supplies 
of  the  district  have  proved  satisfactory * 


2 .  Bacteriological  Sampling 

Samples  of  water  taken  from  the  Council's  main 
water  supplies  gave  the  following  results  °  ~ 

( i )  Chlorinated  Water 

Number  of  samples  taken . .......90 

Satisfactory.  . . 88 

Unsatisfactory . 2 

( ii  )  Untreated  Water 


Number  of  samples  taken . .  .15 

Satisfactory . 8 

Unsatisfactory.  . . .  .  .7 


The  7  unsatisfactory  samples  of  untreated  water 
were  from  the  Council's  main  water  sources  before  treatment 


15 


the 

(Subsequently  chlorinated)  and  £ rom/West  Bradley  and 
Bownhead  supplies  mentioned  above. 

Samples  of  water  taken  from  the  private  main  supplies 
in  the  district  gave  the  following  results 


Humber  of  samples  taken . 67 

Satisfactory . .  .  .  . . . . 51 

Unsatisfactory . 16 


All  the  samples  from  private  main  supplies  were 
from  the  Oakhill  village  supply.  All  the.  samples  were  taken 
at  the  sources  (springs)  in  an  investigation  into  the  causes 
of  periodic  contamination.  Action  to  improve  the  purity 
of  this  village  supply  is  in  progress 

Samples  of  drinking  water  from  wells  and  springs 
were  also  taken  with  the  following  results:- 

Number  of  samples  taken . .  .13 

Satisfactory . * . .  8 

Unsatisfactory . . .  5 

These  samples  were  of  well  and  spring  water  for 


supplies  to  new  houses  or  of existing  houses.  Action  was 

taken  as  necessary  with  regard  to  the  unsatisfactory  samples. 
3  .Chemical  Samnles 

i  

10  samples  of  Council  main  water  were  taken  for 

V  •  w  «  *  »•  y  •n  *.  ,  u 


Chemical  analysis  during  the  year. 

t  is  ■  C _J  • 


In  all  cases  the  results 


showed  the  water  to  be  satisfactory . in  purity  but  very  hard. 
The  hardness  is  mainly  temporary. 
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4  .  P limbo- Solvency 

u 


The  water  supplies  of  the  district  have  no 
dissolving  effect  on  lead. 

5  .  Sources  of  supp  1  y  t o  the  houses  in  the _JDi s t riot 

Table  A  on  page  28  shows  the  nature  of  the  supply 
to  the  houses  in  each  parish.  It  will  be  seen  that  of 
3,392  houses  in  the  district,  2952  (87.0 %)  have  a  piped 
supply  of  water  either  from  a  public  main  or  a  private 

4 

main,  208  (6.13)  have  to  rely  on  standpipes  for  their 
supply  of  water,  188  (5.6m)  have  spring  or  well  water 
laid  on  internally  and  44  (1.3 %)  of  the  houses  have  to 
rely  on  an  outside  well  or  spring.  The  188  houses  with 
a  supply  from  a  well  or  spring  laid  on  internally  can  be 
regarded  generally  as  satisfactory  and  in  many  cases  there 
is  no  y6  main  supply  of  water  available. 

During  the  year  72  houses  were  connected  to  a  main 
piped  supply.  The  number  of  houses  relying  on  a  stand- 
piped^  supply  was  reduced  by  38,  the  number  having  an 
internal  supply  of  water  from  a  well  or  spring  was 
reduced  by  two  and  the  number  of  houses  relying  on  an 
outside  well  or  spring  was  reduced  by  11.  These 
reductions  were  the  result  of  slum  clearance  and  voluntary 
efforts  on  the  part  of  the  owners. 
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Table  B  on  page  29  (Sanitary  Facilities  of  Houses) 
shows  that  2,680  houses  in  the  district  (79.1$)  are  connected 
to  the  Council Ts  mains  (an  increase  of  78  on  last  year)  and 
272  houses  (8.0$)  are  connected  to  private  mains  (a  decrease 
of  6  on  last  year). 

Note .  Any  apparent  discrepancy  in  the  figures  given  is  due 
to  houses  being  closed  by  slum  clearance  procedure. 


SECTION  B  -  DRAINAGE.  AND  SEWERAGE 


General .  The  schemes  for  sewering  the  hamlet  of  Gurney 
Slade  in  the  parishes  of  Binegar  and  Ashwick  and  for  sewering 
the  remainder  of  the  village  of  Stratton-on- the-Fosse  have 
been  deferred  until  such  time  as  the  rate  of  interest  on 


loans  has  been  considerably  reduced. 

t./ 

There  are  no  further  developments  to  report  on 
the  comprehensive  sewerage  scheme  for  Evercreech  except  that 
the  Ministry  Enquiry  may  be  hold  in  1958. 

2.  Dr a i nage  of  Exis ting  Houses. 


Table  B  on  page  29  shows  the  number  of  hour 


q  o  q 


in  the  district  drained  to  the  public  sewer  at  the  end  of 
1957  as  989  (29.1$),  an  increase  of  55  on  the  previous 
year.  These  55  were  mainly  houses  connected  to  the  new 


sewers  m  otoke  St.  Michael  and  Croscombe.  1588  house 


o 


(46.9%)  are  drained  to  cesspits  or  septic  tanks,  an  increase 
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of  73  on  the  previous  year  and  815  houses  (24.0$).  have 
no  drainage  or  have  unsatisfactory  drainage,  a  decrease 
of  107  on  the  previous  year. 


SECTION  G  -  CLOSETS  AND  OTHER  SANITARY 


FACILITIES 


Table  B  on  page'  29  shows  that  2,549  houses  in 


the  district  (75.10)  have  a  water  closet,  an  Increa 


q  c* 

O 


of  109  on  the  previous  year,  20  houses  (0.6)?)  have 


shared  closets,  a  decrease  of  4  on  the  previous  year, 


a 


742  houses  (21.9$)  have  a  pail  or  chemical  closet, 
decrease  of  75  on  the  previous  year,  and  81  houses 
(2.4$)  have  a  privy  closet,  a  decrease  of  9  on  the 
previous  year. 


This  table  also  shows  that  357  houses  in  the 
district  (10.5$)  have  no  sink,  a  decrease  of  52  on 
the  previous  year  and  1373  houses  (40.4$)  have  no  bath. 


n 


decrease  of  74  on  the  previous  year. 


The  general  improvement  under  this  heading  is 


mainly  duo  to  3  factors 


s lum  clearance,  i wp rov emeu  t 


grants  and  voluntary  efforts  by  owners. 
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SECTION  D  -  REFUSE  COLLECTION  AND  DISPOSAL  AND  SALVAGE 


1,  Refuse  Collection  and  Disposal 

The  Council  !s  12  cubic  yard  Bedford  Lorry  (Diesel 
Ehgire)  with  a  crew  of  Driver  and  2  Loaders  continued  in 
operation  during  the  year  and  gave  satisfactory  service. 
There  were, however ,  some  breakdowns  but  these  did  not 
seriously  disrupt  the  collection  schedules.  The  fort¬ 
nightly  collection  for  each  parish  continued. 

The  tip  at  Moorwood  (Ashwick)  continued  in  operation 
as  the  sole  tip  but  at  the  yearfs  end  there  was  a  possib¬ 


ility  that  a  new  tip  in  the  Evercreech  area  might  b 


obtained.  The  Moorwood  tip  was  kept  in  a  satisfactory 
condition  by  the  refuse  lorry  crew. 

During  the  year  707  loads  of  refuse  were  collected, 
a  slight  increase  on  last  year. 


2 . Salvage . 

(i)  Waste  Paper.  During  the  year  the  waste  paper 
dealers  were  only  willing  to  accept  one  load  of  waste 
paper  owing  to  the  continued  slackness  in  the  trade. 

This  load'-  weighed  12tons.  9cwt.  and  yielded  the  sum  of 
£93.7s.6d.  (Compared  with  £210. 14s. 9d.  in  1956).  At  the 
yoarks  end  the  waste  paper  trade  showed  no  signs  of  recov¬ 
ery  and  storage  of  surplus  is  still  necessary. 
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(ii  )  Scrap  Mej&al  28  tons,  6  cv/ts  .  of  scrap  petal  pas 
despatched  to  the  dealers  during  the  year,  and  the  Council 
received  £140  -  7  -  2d.  sons  £68  more  than  the  previous 
year.  There  is  no  slackening  off  in  the  demand  for 


scrap  metal  and  this  at  present  is  a  reliable  source  of 
income . 


/  O  O  r  \ 

(in) 

General . 

Total  income 

from 

salvage 

arnoun  t 

£233 

1 

CO 

i 

i — ! 

1 

some  £50  less 

than 

in  1956 

Thi 

as  previously  stated-  is  due  to  the  usual.,  periodic 
recession  in  the  vast's  paper  trade.  Out  of  this  income 
must  be  deducted  the  men 1  s  bonus,  but  since  the  new  bonus 
rates  came  into  force  the  amount  of  salvage  collected 

O 

ha  s  g r  e  a  1 1 v  in  c  r  e a s  o  d , 

am  v 


SECTIO' 


GENERAL  PUBLIC  HEALTH  MATTERS 


1 .  Smoke  Aba t em e n t 


Informal  action  was  necessary  in 


some  cases  of  quarry  dust  with  partially  satisfactory 
results . 

2.  Caravans  and  Camping  Sites,  At  the  Year’s  end  11 


licences  for  Individual  caravans  were  in  force,  8  of 
these  licences  were  in  respect  of  caravans  occupied  all 
the  year  round  and  3  were  for  caravans  occupied  season- 

t* 

ally  only.  One  camping  site  for  40  caravans  was  re- licensed 
5.  Rag  Flock.  There  are  no  premises  In  the  district 
In  which  rag  flock  is  manufactured or  sold. 
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4 .  Rats  and  Mi c e . 


23  complaints  mere  received  of  rots  in 


Th  e  Council  Ms  p  a  r  t  - 1  i in  o  Rodent  Operator  con  t  i  n  u  e  d 


dwelling  houses  but  no  action  mas  necessary  in  respect  of 
mice  , 

routine  inspection  of  houses  for  r: is  and  the  Council rs 
ssv/srs  at  Cros combe,  Doulting,  Fvercreech,  Oakhill ,  Stoke 
St.  Michael  and  Stratton-on- the -Posse  and  the  stream  at 
C r o  s  o  omb e  v e r e  t  e  s  t  e cl  an  d  t r  e a.  t  e d  who  r  e  n  e  c  e  s  s  a ry . 
houses  and  1  business  premises  mere  treated  for  the  ekes 
true t ion  of  rabs  and  81  treatments  of  the  Council Ts 


a  a 


sewage  works 


a 


r  e  f  u  s  3  tiy  3  w  e  r  e  a  ].  s  o  c  a  rriod  out. 

5.  Insect  Pests.  2  cases  of  vermin  were  reported  and  dealt 


with 


6 .  Factories . 

Table  K  on  j 

h  Ml  r* 

r~7  /"» 

OO 

out  of  a  total 

of  67  were 

insp 

ect 

the  end  of  the 

year  there 

i/ 

were 

CO 

y-* 

list,  all  but 

one  employee 

S  1  r] 

the 

year . 


s 


A  +- 

Jri.  u 


inspections  of  fa 


rnme  was  not  avail. able  for  ext 
c 1 0 r i e  s  durin a  the  year . 


ive 

rou tin  e 

One 

case  of 

bv 

-tie  0 

defects  was  brought  to  the  Council 7 s  notice  bv  H. 

• .  j  <  / 

Inspector  of  Pactori 


n  o 

O  41 
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Visits  .  During  the  year  a  total 
by  the  Public  Health  Inspectors. 


of  2467  visits  were  mads 
Summarised  these  visits 


are  as  follows 

Private  Houses . .  .  .  •  , . . . 449  -  (18. 2%) 

Improvement  Grants. . 346  ~  (i4.0fo) 

Council  Houses . 294  -  (11.9$) 

Drainage . 234  -  (  9.5%) 

General  Public  Health  Matters . 383  -  (15.5$) 

Meat  Inspection . .540  -  (21..9$) 

Pood  Premises... . . .  52  -  (  2.1%) 

Interviews . ....169  -  (  6.9$) 


Visits  during  1957  were  much  less  than  in  the 
previous  year  owing  to  a  reduction  in  staff  in  June. 

8.  Complaints .  During  the  year  83  complaints  were  received, 
one  of  which  was  considered  unjustified.  The  remaining 


82  were  made  up  as  follows 

General  Housing  Matters . .  16 


Drainage  and  Sewage  Disposal . , . .  22 

Closets .  3 

Rats  and  Mice . 23 

Miscellaneous .  18 


As  will  be  seen  above,  a  large  number  of  the 
complaints  were  in  respect  of  drainage  nuisances. 
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9.  Notices. 


59  Informal  Notices 


'Three  Statutory  Notices 

The  oosition 

X. 


were  served  during  the 
were  served. 

with  regard  to  Notices  served 


year . 


o 

IS 


as  follows 


Outstanding  at  beginning  of  the  year . ..41 


Served  (during  the  year . . . 59 

Complied  with  during  the  year. . . . 82 

Outstanding  at  the  end  of  the  year . .18 


10. Defects  Remedied.  The  number  of  defects  remedied  as  a 
result  of  Notices  is  shown  in  Table  J  on  page  35* 


SECTION  P  -  HOUSING 


1#  General  A  considerable  amount  of  activity  took  plac 
in  the  field  of  housing  with  good  results.  No  formal 
action  under  Sec. 9  of  the  Housing  Acts,  1936-1954 , was 


Os 


taken  but,  nevertheless,  good  progress  was  again  mad 


Ok 


in  the  making  fit  of  unfit  houses.  Table  C  (Condition 
of  Houses)  on  page  30  shows  the  improvements  in  general 
housing  conditions  in  the  district  and  It  will  be  seen 


that  17  houses  (9m  -  as  against  Q%  in  1956)  in  ^eed  of 
major  repairs  were  made  fit  during  the  year.  This  was 

achieved  by  means  of  informal  action  and  by  the  utilisation 
of  Improvement  Grants  and  these  processes  are  continuing. 

It  should  be  borne  in  mind  that  the  figures  quoted  only 
alloy/  for  cases  with  which  the  Council’s  Officers  are 
familiar  -  the  figures  do  not  allow  for  houses  which  may 
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bs  repaired  voluntarily  by  tbs  Owners  without  tbs 
Council’s  knowledge.  Table  C  on  page  30  also  shows  tbs 
increase  in  the  number  of  bouses  which  are  considered  to  bs 
fit  in  all  respects. 


2.  Slum  Clearance.  The  progress  made  during  the  year  under 
this  heading  is  shown  in  Table  D  (Unfit  Houses )  on  page 
31.  It  will  be  seen  that  the  total  number  of  unfit 


fetuses  in  the  district  was  reduced  by  45  to  212 , a  decrease 
of  llh%  (as  against  19%  in  1956).  Of  the  212  unfit  houses 

still  to  be  dealt  with,  14  are  void  and  85  are  occupied 
by  old  people,  whom  the  Council  do  not  wish  to  disturb* 

Table  E  (Houses  Closed)  on  page  31  shows  that  24  houses 
were  closed  by  means  of  Undertakings  or  Closing  Orders. 

Ho  Demolition  Orders  were  made.  Pour  houses  which  had 
been  closed  w ere  made  fit  during  the  year  and  the  Under¬ 
takings  cancelled, 2  wore  converted  to  agricultural  stores, 


9  were  being  made 


fit 


;  at  the  end  of  the  year  and  3  were 


demolished  voluntarily  by  the  Owner, 

Bearing  in  mind  that  the  Council’s  Slum  Clearance 
proposals  are  to  take  a  minimum  of  5  years,  the  progress 
made  during  1957  (17-|?o  dealt  with)  can  be  regarded  as 
satisfactory. 


3  houses  previously  condemned  are  occupied  under 
licence  and  2  houses  previously  condemned  but  not 
licensed  are  still  ocPuoied. 
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3.  Improvement  Grants.  Improvement  Grants  were  still  encouraged 


wi 


thout  restriction  and  the  principle  of  a  grant  of  50/b 


(with  a  maximum  of  £400)  was  adhered  to*  The  average  grant 


awarded  per  dwelling  was  £305. 


Table  F( Improvement  Grants)  on  page  32  shows  the 
progress  mads  with  Improvement  Grants  during  the  year.  It 
will  be  seen  that  schemes  were*  approved. for  a  total  of  26: 
h ou 3 c s  ( 1 . a  r odu c t i on  of  2 . on  1956).  Table  F  also  s how s  t ha t 
schemes  for  the  improvement  of  30  houses  we re  completed 
during  the  year.  Of  this  number,  11  were  for  owner- 
occupiers  and  19  for  tenants.  The  effect  that  Improvement 
Grants  has  on  making  unfit  houses  fit  is  also  shown.  In 
addition  to  the  number  of  formal  applications  received 
numerous  enquiries  were  received  which  did  not  materialise 
into  applications.  At  the  yearfs  end  there  was  some 
apparent  reduction  in  the  number  of  enquiries  being  made. 


4.  Council  Houses. 


22  new  Council  Houses  were  completed,  and 


occupied  during  the  year  (compared  with  36  in  1956).  12 
houses  became  vacant  and  were  re-allocated. 

As  will  be  seen  from  Table  G  (Council  Houses)  on 
page  33  the  total  number  of  applicants  on  the  list  at 
the  end  of  the  year  was  107,  a  reduction  of  18  (16$)  on  th 


previous  year.  This  reduction  was  due  to  re-housing  of 
applicants  or  cancellation  of  applicantions  for  othor  reasons. 
The  Council,  however,  still  considers  this  figure  to  be  an 
inflated  one  and  does  not  represent  the  number  of  needy 


applicants  to  be  re-housed,  so  that  of  the  lo7  cases  on  thp 
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list  at  the  yearfs  end  only  59  are  considered  as  needy  cases. 


During  the  year  26  new  and  genuine  a 


)li cations  were  received 


and  11  applications? uom  reedy  ca 


o  n  a 
O  v/  o 


were  withdrawn  by  the  appl 


I cants  -  mainly  for  the  reason  that  they:  found  alternative 
a c  c ommo da 1 1 on  then  selves. 

5.  Private  Houses.  21  houses  core  erected  by  private  enter¬ 


prise  during  the  year  -  1  private  house  was  gained,  by  th 


o 


conversion  of  other  buildings  and  3  houses  lost  by  tl 


n 

•w' 


reverse.- 


Ho  private  houses  are  no \t  under  requisition  by 


the  Council. 

6.  Overcrowding.  Ho  cases  were  discovered  during  the  year  and 


th 


are  no  cases  on  the  Council Ts  reals  ter 


SECTION  C-  -  INSPECTION  AND  SUPERVISION  OP  POOD 


«*'  • 


1.  Milk.  Table  L  (Premises  Registered  or  Licenced  as  Food 


Shops  etc.)  on  page  3V 


s  the  position  in  respect  of 


licences  and  Registration. 


All  .pasteurised  milk  is  from  firms  outside  th 


w 


Council  ?s  area  and  sampling  is  carried  out  by  other  auth¬ 
orities.  One  biological  sample  (  to  ascertain  whether 
tubercle  b a c i ] 1 1  a r e  p r e s en t )  was  taken  fro m  a  pro du cer- 
retailer  In  the  District  by  County  Officials  and  proved 

V  ’J  .1- 

negative . 

2.  Ice-Cream.  3  shops  were  registered  during  the  year  for  the 


sale  of  ice-cream.  All  ice-cream  sold  In  the  District  is 


25 


pro -pa eked  and  from  reputable  firms  outside  the  district. 

j-  j~ 

There  are  ro  premises  In  the  district  where  ice-cream  is 
m  an  u  f  a  c  t  u  r  s  d . 


3 .  Pood  Shop  By e 1 aw s 


Bus 1 aw s  m a d e  un der  Sec  *15  of  th e 


Food  and  Drugs  Acts,  1938 ,  came  into  operation  in  the  Rural 


District  in  July  1950.  Informal  action  was  taken  In  some 


■  o 


cases  and  this  achieved  the  necessary  results. 


4-Food  Premises  Generally. 


Table  M  (Analysis  of  Food 


Premises)  on  page  38  shows  the  number  of  food  premises  In 

the  district.  Routine  inspection  was  again,  unfortunately, 

♦ 

very  limited. 


5.  Slaughter  of  Animals 


The  Council’s  slaughterhouse  at 


Pylle  continued  in  operation  during  the  year  and  13,958 

animals  were  slaughtered  there,  a  decrease  of  3,8u9  on 

the  previous  year.  II o  private  slaughterhouses  are  in  use 

(by  virtue  of  the  Council’s  resolution  restricting  the 

num  b  e  r  of  private  si  an.  gh  t  e  r  ho  u  s  e  s  )  . 

There  are  16  Slaughtermen  licensed  by  the 

-0  1 1 

C oun c i 1  under  th e  3 1 aught e r  of  An im a 1 s  Acts. 

5.  Meat  Inspection.  Full  inspections of  meat  is  carried  out 


at  the  Council’s  slaughterhouse  and.  Tables  IT  and  0  on  page 


39  and  40  si 


the  qua 


of  meat  condemned  for  various 


reasons.  The  percentage  of  cattle  and  pigs  affected  with 
Tuberculosis  shows  a  considerable  drop  on  last  year’s  figures. 


A 


.\  3  Trr~ 


■i Ill  be  seen  from.  Table  IT  on  page  39,  few  car¬ 


cases  are  now  condemned  for  tuberculosis  and  the  maiority 

-  86  - 


•v>  o  OATO  Q 

J.  ...y  C-L  O  U  I  J  O  o 


of  carcases  a r e  c o n cl emn  o cl  for  1. s  s  s  o b v ious 


Septicaemia,  fever  and  the  like  (which  are  considered  much 

m 


more  dangerous  conditions  from  a  food  consumption  point  of 
vice/)  are  the  major  reasons  for  condemnation  of  carcases. 
Meat  condemned,  for  diseases'  other  than  Tuberculosis 


o  u  tn  urn  b  e  r  a  r  e  a  1 1  y .  i  n 


j  x.ii  ■  any  cast 


that  con d omn  e cl  for 


Tuberculosis 


7 

Th e  n urab o r  of  1 1  c a s u a 1 ties 


w 


killed  and 


inspected  remains''  luu 


and  groat  vigilance  is  necessary 


o 


when  i n sp e c t in g  th  1st yp s  of  c a rcass* 


7 . 0  the  r  Poo ds  Con  demn e  d  * 


tins  of  food  were  condemned 


by  way  of  voluntary  surrender. 

O  O  u 

8  .  Disposal  of  Con d. emned  F o o d .  M e a t  i s  6 i s p o s e d  o f  t o 
apnrovecl  fertiliser  manufacturers  and  tinned  foodis  are 


buried,  when  necessary,  on  the  Refuse  Tip 


-  9*7 


table  a  -  analysis  of  water  supplied  to  occupied  house 


Q 


PARISH 

r  r  -i  mm  mm  rm t,  ,  MM  1 

No.  of 
Houses 

No.  having 
piped  water 
supply  into 
or  onto  the 
houses. 

No.  of 

House s 

supplied  by  ' 
Standpipe . 

No.  of 

Houses 
with  wells, 
springs, 
etc.  laid  on 
internally. 

No .  of 

Houses  with 
external 
supply  from 
well  or 
springs . 

1956 

1957 

1  958 

1957 

1956 

1957 

1956 

1957 

1956 

4957 

Ashauck 

325 

327 

292 

295 

24 

24 

7 

6 

9 
< — 

2 

3 at combe 

136 

135 

94 

93 

8 

5  ' 

32 

32 

2 

- 

Bine gar 

37 

87 

68 

69 

14 

13 

3 

2 

2 

Bradley."'. 

37 

36 

83 

82 

2 

2 

■ 

- 

2 

2 

Cranmoro 

118 

122 

Q  n 

00 

92 

17 

16 

12 

12 

4 

O 

Cr os combe 

179 

180 

143 

150 

22 

21 

7 

7 

2 

2 

Dit cheat 

2  Oh 

203 

1 80 

183 

22 

18 

2 

2 

— 

•  — 

Doultin.g 

163 

171 

139 

143 

18 

17 

7 

7 

4 

4 

Downhcad 

34 

34 

23 

23 

3 

3 

7 

7 

1 

1 

Emborough 

49 

48 

39 

40 

6 

I 

I I 

2 

2 

2 

2 

Evercreech 

464 

469 

424 

430 

20 

17 

19 

21 

1 

1 

Holcombe 

199 

201 

186 

191 

12 

9 

1 

1 

— 

- 

Lamyatt 

ho 

■  r 

4-0 

35 

36 

1 

— 

7 

7 

3 

3 

Lydford 

118 

118 

93 

100 

3 

1 

16 

13 

6 

4 

Milton  C. 

34 

34 

23 

24 

3 

2 

8 

8 

— 

— 

E.Pennard. 

120 

120 

90 

91 

— 

18 

18 

12 

11 

Pi It on 

245 

246 

221 

223 

6 

5 

17 

17 

1 

1 

Pylle 

43 

48 

37 

40 

■  — 

7 

7 

4 

1 

Stoke. St. M 

.  229 

231 

206 

2^|  7 

15 

11 

r* 

0 

5 

3 

2 

Stratton/ 

431 

486 

41 4 

429 

50 

40 

13 

13 

4 

4 

Posse 

i 

Total 

3371 

3392 

2830 

2952 

mr 

203 

190 

183 

55 

r — 

a 

Per  outage 

- 

- 

85.4 

87.0 

7.3 

6.1 

5.7 

5.6 

i 

1.6 

1.3 

- - 1.  ~ 

Notes, 

( 1  )  A  reduced  number  of  houses  is  due  to  slum  clearance. 

(2;  The  number  of  houses  with  a  main  supply  of  water  has  increased  by  1.61 
(1.8  %  in  1956.)  . 

(3)  The  number  of  houses  with  a  supply  of  7/at  or  from  standpipes  has 
decreased  by  1.2/  (1.3-  in  1956;. 

(4)  The  number  of  houses  with  an  internal  supply  from  wells,  springs,,  etc. 
has  decreased  by  0. 1'l  (same  as  in  1958). 

(5)  The  number  of  houses  with  on  external  supply  from  wells,  springs,  ptc. 
has  decreased  by  0.38  (0.4/  in  1956', 
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TABLE 


B  -  SANITARY  FACILITIES  OF  HOUSE’S 


1 

•Total  Houses  in  District  (but  not  including 
jvoid  houses  controlled  by  Undertakings  or 
Closing  Orders) 

"  ■  1 955 - 

3371 

195.7  . 

3392 

;(l )  Later  Supply 

(a)  Internal  Supply 

Houses  'with  Council  main  water  . - 

Houses  with  Private  main  water 

Hous  os  with  well ,  spring  9 e  tc , pipe d  t o  hous e 

251 9  ( 74.  r") 

274(  8.p) 
190(  5.70 

2800(76.75) 

26 9(  7.95) 
188(  5.55) 

Total  houses  with  Internal  Supply 

2983(88. 38) 

3057(90. 15) 

(b)  External  Supply  (individual) 

83  (  2.35) 

4(  O.  p) 

55(  I.P) 

80 (  2 ,%t) 

3(  0.15) 

44  (  1.35),; 

(a)  From  Council  Main 

(b)  From  Private  Main  - 
j ( c )  ■  :rell 9  spring ,  e tc . 

Total  houses  with  Individual  External  Supply 

142(  4.2  %) 

1 27 (  3.83) 

(c)  No  Individual  Supply 

From  standpipe  on  Council  Main 

From  standpipe  on  Private  main 

21 9(  6.54) 

27(  0.8,5) 

1 86(  5.55) 

22(  0.65) 

Total  houses  with  no  individual  supply' 

246 (  7.35) 

208(  6.1,5) 

(2.)  Closets 

Houses  with  own  water  closet 
”  "  shared  water  closets 

M  M  own  pail  or  chemical  closet 

”  "  shared  »  "  ”  ” 

u  M  privy 

2440(72.2$) 

18(  0.55) 
817(24.25) 

6(  o.m 

90(  2.  S) 

2549(75.15) 

16(  O.55) 

742 (  21 .  s,5) 

4(  O.15) 

81  (  2.45) 

|(3)  Drainage 

Houses  drained  to  public  sewer 

!t  "  "  satisfactory  cesspit  or 

septic  tank 

,f  with  unsatisf actory  or  no  drainage . 

934(27.7)0, 

1515(45 5  ) 
922(27.3 t) 

989(29.15) 

1 588(46. 95) 
315(24.95) 

(h)  Other  Sanitary  Appliances 

Houses  with  no  sink 

Houses  'with  no  bath 

409(1 2.  iW 
1447(42. 9  ■ 

357(1  o.p) 
1373(40.4;:) 

TABLE  G  -  CONDITION  OP  HOlT>ES( FITNESS ) 


•« 

End  of 

1956 

End  of 

1957 

Total  houses  in  district 

(not  including  void  houses 
controlled  by  Undertakings 
or  Closing  Orders) 

3371 

3392 

Houses  unfit  and  not  repairable 
at  reasonable  expense* 

257 

212 

Houses  in  need  of  major  repair 

s  208 

191 

Houses  in  need  of  minor  repair 

s  510 

490 

Houses  with  some  public  health 
defect(s)  (mainly  dampness  or 
drainage)* 

517 

523 

Pre-war  private  houses  fit  in 
all  respects. 

1244 

1300 

Post-war  private  houses 

113 

134 

Council  Houses 

522 

542 

30 


TABLE!  D  -  UNFIT  HOUSES 


■  m  "  ,J  ■ 

Posotion  as 
result  of 

§fvf?55 

Dealt 
with  to 
31 . 1  2,  56 

Dealt 

with 

1957 

Balance 
«  at 

31 .12.37 

Void  houses  not  under 
control. 

36 

14 

8 

14 

1 

Houses  occupied  by  old 
folk  who  do  not  wish 
to  be  disturbed. 

108 

6 

w 

■  35 

Occupied  houses  where 
Owner  wishes  to  make 
fit 

j 

CO 

r 

y^\ 

14 

28 

Houses  where  tenants 
will  have  to  be 
re -housed. 

134 

43 

6 

35 

TOTALS 

326 

oO 

45 

212 

The  number  of  unfit  houses  in  the  district  has  been  reduced  by 
35;b  in  the  past  two  years  ( i .  c .  since  Glum  Clearance  has  seen 
resumed) . 


TABLE  E  -  HOUSES  CLOSED 


Total  void  unfit  houses  in  respect  of 
which  an  Undertaking. (  not  to  permit 
re -occupation  until  made  fit)  was 
in  rarosi  at  31  •  12,S€* 

w 

accepted  1957 

24 

Made  fit  during  year 

cm  *j 

4 

Converted  to  agricultural  stores 

2 

Demolished 

h 

Being  made  fit  at  31*12,57. 

9 

Balance  at  31*12.57. 

53 

Of  the  balance  of  53  houses  which  are  still  unfit  and  in 
respect  of  which  Undertakings  are  still  in  force,  proposals  to  make 
fit  have  been  received  in  respect  of  10  of  these  which  leaves  43 
houses  void  and  controlled  by  Undertakings  of  which  there  is  no 
information  at  present  as  to  whether  they  may  be  made  fit  or  not. 
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TABLE.  F  -  II  [PROVE 7 DENT  GRAFTS  -  1957 


(a)  No.  of  Applications  Approved 


Approved 

Rejected 

Applic¬ 

ations. 

No.  of 
Houses 

Applic¬ 

ations. 

No.  of 
Houses. 

(a)  to  31.12.56 

49 

57 

Nil 

Nil 

(b)  during  1957 

25 

26 

Nil 

Nil 

Totals  to  date 

74 

33 

Nil 

Nil 

(b)  Schemes  Completed 


Owner/ 

Occupiers 

Tenanted 

Houses 

Total 

Pr c  vi ous  0  at ? gory 
of  Houses, 

Unfit 

Ma  j  or 
Ren- 

X 

airs 

Minor 

Rep¬ 

airs. 

Fit 

Non 

Dom¬ 

estic 

(a) 

to 

31.12.56 

15 

1A 

29 

3 

5 

15 

5 

1 

00 

During  year 

11 

19 

30 

4 

6 

13 

2 

- 

Tot 

w-Xo 

to  date 

26 

33 

59 

7 

11 

33 . 

7 

1 
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TABLE  Ox  -  COUNCIL  HOUSES  -  1957 


A11PLI  GAT  I  ON  S 


(a)  Total  Cases  (both  roe  ommended  and  non-re  commended  case s) , 


On  list  at  1.1.57 
Now  Applications  -  1957 
Applications  removed  from  list 
(re-housed  or  otherwise  cancalled) 

On  list  at  end  of  1957 
Reduction  during  year 

(B)  Recommended  cases  only 

On  list  at  1.1.57 

New  applications’  -  1957 
Applicants  re-housed  -New  houses 

-  Existing  houses 
App  li  cations  wi  thdr awn 
On  list  at  end  of  1 957 
Reduction  during  year 


HOUSES  ALLOCATED 


lumber  of  houses  erected  by  council 
md  occupied  during  the  year 
No.  of  existing  houses  re -allocated  - 


Total 


22 

12 

34 


COUNCIL  HOUSES  TO  BE  ERECTED 


At  the  end  of  the  year  there  were  no  definite  proposal 
to  build  further  houses  for  Council  House  applicants* 


n 

O 


0 


1956  1957 


1.  Dwelling  Houses  -  Public  Health  Acts .  122 

2 .  Dwelling  Houses  -  Housing  Acts . * . .  .  935 


3  .  Improvement  Grants . «...  457 

4  .  Overcrowding .  .  . . . . ,  .  *  .  6 

5.  Council  Houses.,... . . . .  505 

6.  Water  Supplies . . .  70 

7.  Drainage  and  Sewage  Disposal...... . .  526 

8.  Atmospheric  Pollution . . .  3 

9.  Refuse  Collection  and  Disposal . . .  95 


o 

10.  Rats  8c  Mice  Suppres/ion  (by  Rodent  Operator) .  2240 

11.  Rats  ,IvIice,Other  Vermin  (by  P  .H. Inspectors) . .  .  53 


12  .  Stables  /Piggeries  . . . .  .  15 

13.  Moveable  Dwellings.. . . . .  35 

14.  Factories  and  Workshops  . . . . .  8 

15.  Meat  Inspection  and  Slaughterhouse . .  786 

16.  Other  Food  Inspection . . .  3 

j 

17.  Butchers.. . 1 

18.  Ice-Cream  Dealers.. . .  ..  7 

... 

19.  Dairies  and  Milk  Distributors .  11 

20.  Public  Houses. . . . . .  11 

21.  Canteens  /  ROS*tanrantO.# . . . 

22.  Other  Food  Premises  . . 14 

23.  Interviews . 130 

24.  Miscellaneous . 105 


68 

381 

346 


294 

75 


234 

4 

62 

1858 

32 

13 

31 

12 

540 

2 

12 

6 

23 

5 
2 
2 

169 

154 
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TABLE  _J  ~  DEFECTS ,  ETC  .  REMEDIED  AS  A  RESULT  OF 

SERVICE  OF  NOTICES 

1956  1957 

Ro of  s  Repaired 2  W 

Chimney  Stacks  Repaired. . *  . . . . . . . . . . . .  2 

Drains  cleared, repaired  or  renewed . 12  16 

Drains  connected  to  sewer . .  . . .  .  .  2  4 

Cess po o 1/ S ewa g e  Tan k s  cleans  o  d , r spa 1 r  ed , r on  sw o d  1 0  9 

Water  Services  Provided.  .........  .a  ...........  .  1  4 

Fail  closets  provided  or  repaired . -  6 

W . C • ?s  repaired, renewed, provided. ..............  5  2 

Sinks  renewed/provided.  .  . . 1  4 

Cooking  ranges  and  firegrates  rspaired/renewod.  .2 

Ceilings  repaired/ renewed.  •  . . 1  3 

Wallplastor  repaired.  . . 1  3 

Floors  repaired/renewed.  . . . . .  «  1  3 

Windows , doors  r opa i re d/r snowed. . .  2  .  - 

Cleansing  of  Kous es . . . 1  1 

Offensive  accumulations  removed.  . .  1  5 

Premises  freed  from  vermin  . .  1  2 

Nuisances  from  animals  . . 1  /  3 

Miscellaneous  Public  Health  Contraventions.....  2  9 

Food  P remi s o s  -  c on t r a v on t ion s  remedied........  4  3 

Factories  Act  -  contraventions  remedied. . . .  1 

Milk  and  Dairies  -  contraventions  remedied.  .......  -1  1 

Ho te_^  These  figures  do  not  include  defects  remedied 
voT.un  t a r  1  ly ,  or  by  wa y  o f  Imp r o v em on t  Gran t s  or  by 
makin g  fit  unfit  hou ses. 
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x\ 


n  .  h,-t; 

L1  -TJ.O  jL 


lILc 


1_,_  Inspection^ 


Premises 

No,  Oil 
Register. 

Number  of 

Inspec¬ 

tions 

frit ten 
Notices 

Occrs. 

Prosecuted 

(l)  Factories  in  which 
Sections  15233>+&6  are 
enforced  by  local  authority 
( N on  -p  owe r  f  ac t  or i e  s } « 

11 

1 

— 

(2)  Factories  not  in.c3.uded 
in  (l)  above  in  which  Sec.  7 
is  enforced  by  local  aw;  - 
orities (Power  Factories ) . 

56 

11 

1 

- 

(3;  Other  premises  in  uhich 
Sec.  7.  is  enforced  by  local 
authority  (Excluding  out-  : 
wo  rk  e  r  s  nr  end.  s  es ) , 

Nil 

— 

— 

Ml 

totals 

67 

12 

A 

\ 

— 

2.  Gas 


C*  P  C< 


1  - 


n 


ihich 


d  r±  ects 


’■ere 


found 


■  . 

flo.  of  ca 

ses  where 

defects  “ 

:rere  found 

No. 

Defects 

pound 

•  ■  • 

Remedied 

Ref  ei 

To  'Ll, 
Inspr. 

rred 

■  >  r  *s* 

fSspwl 

pro 

uti 

Lack  of  Glean- 

liness  (Sec.l'i 

0 ve  rc  r o"  hi ng  (  3  e  c .  2 ) 

Unsatisfactory 

1 emp  e  nature ( S  ec ,  3 ) 

•— 

— 

— 

— 

— 

Ventilation  (3  ec  '4* " 
Ineffective  Drain- 

— 

— 

— 

— 

age  of  floors  (Sec, 6) 
Sanitary  Gonven- 
iencesOSec,  7) 

(a)  Insufficient 

(b)  Unsuitable  or 

1 

— 

— 

1 

— 

defective 

— 

— 

— 

— 

— 

(c)  Not  separate 
for  sexes 

Other  offences 

Mi 

(Not  including 
outworkers ) 

— 

— 

— 

— 

— 

TOTAL 

1 

Nil 

! 

j 

Nil 

1 

Nil 
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TABLE  I  -  HI  RISES  RECHhTERED  OR  LICENCED  AS  FOOD  PR  RISES  ETC. 


}  'ILK 


Mo.  of  licensed  dealers  in  List(irised  Milk 


I\To.  of  licensed  dealers  in  Tuberculin  Tested  Mill; 

Mo,  of  supplementary  Licenses  for  the  sale  of 
designated  milks  issued  to  Distributors  outside 
the  Council*  s  area. 


1 

3 


Q 

y 


Mo,  of  Registered  Distributors  of  Undesignated 
Milk. 

Mo,  of  Registered  Dairies  (other  than  Dairy  Farms) 


7 

3 


u 


ICE  -  CREAM 

Mo.  of  premises  registered  for 

manufa  c  t  ur  c 

- 

Nil 

Mo  of  premises  registered  for 

sale 

- 

39 

IEESERVED  ROODS 

ETC. 

Mo.  of  premises  registered  for 
manufacture  of  Sausages 

the 

- 

LA 

s 

1 

; 

37 


.  J  i. ..  _J 


YSIS  C 


OF 


FOOD  P  RDM  1 3. 


;  n 
.Q 


r 


Busi n s s s  c a r r led 
on 


But chors  only . .  .  .  c 

Bu  t  che rs  an  d  3au s a g o 
Manufacturer  ( Sec . 14 )  .  .  . 

Pub 3. 1 c  House  Only. . 

Public  House  cz  Restauran 

Public  House  cz  Ice*-  Ore  an 
Dealer  ( Sec . 14  )  .  .  . . 

Pub 3 i c  Hou s  e ,  R e s  t  a v pan  t 
&  Ice-  Cream  dealer  (  Sec  .  1- 

Or o  c e r s  &  Or  o en grocers. . 

Or o  c  e  r  &  I c  e - c  r e am 
dealer ( Sec . 14 ) . . 

Bakehouse  Only . 

Ba k oho  u s  e  _ &  I c e - c r e  am 
de  a  1  e  p  (  o  o  o  « .  l  j  <>  •  »  •  «  •  •  »  •  « 

Confectioner  on 3  y . . . * . . . 

Re  s auran t  o r  Can  t e en  « . *  . 

Re s tauran t , Or o cor  an d 
ice-cream  dealer ( Sec . 14 ) 

Ice-cream  dealer  only 

(Sec.  14) . . . 

Fo od  Factory . . . 

F o o d  F a c t o r y  &  C an t eon.  . 

'let  and  Fried  Fish . 

Choose  Store . 

1  '  ~~ 


-r  — 

r 

io  tal 

In  s  p  o  c  - 

Tloticoey 

Con  t raven  - 

tions 

Served 

tions  Rem- 

e  di  o  d 

•  • 

2 

2 

1 

i 

0  * 

5 

]  1 

1 

p 

•  * 

30 

5 

- 

JL. 

0  0 

A 

- 

- 

- 

9  V 

2 

- 

- 

- 

A  \ 

±  J 

1 

- 

~ 

9  t 

22 

o 

_y 

- 

~ 

28 

A 

~L. 

1 

1 

<  t 

4 

o 

1 

— 

i 

.  ..  1 

$ 

(t  c 

9  9 

CZ) 

5 

- 

- 

9  9 

o 

5 

1 

‘ 

0  9 

o 

(Zj 

- 

- 

3 

1 

— 

- 

- 

<00 

1 

o 

— 

— 

- 

0  0  9 

A 

1 

- 

-  >■ 

1 

-  .  ...  ....  _ _  .  .  _ 

1ST- 

P7 

A 

Jl 

. ! . I 
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TABLE.  N  ~ 


MEAT  AND  OFFAL  CONDEMN LD  1957 


1.  WHOLE  CARCASES  AND  OFFAL  CONDEMNED. 


Condemned  for 

Cattle 

Cows 

Calves 

She  ep 

Pigs 

Total  / 

Septicaemia 

•M 

4 

13 

4 

33 

r .  1 

54 

Tuberculosis 

1 

1 

- 

3 

5 

Misc .diseases 

- 

1 

mm 

- 

13 

14 

Fevered,  ill- bled 

- 

- 

10 

9 

19 

Dropsy 

l 

1 

4 

2 

9 

17 

Moribund 

mm 

1 

4 

1 

9 

15 

Injuries 

- 

2 

1 

- 

1 

4 

Jaundice 

*■» 

- 

3 

- 

1 

4 

Misc .conditions 

- 

2 

1 

3 

4 

10 

TOTALS 

1 

12 

37 

10 

.  8% 

1312 

jS.  PART  CARCASES  CONDEMNED 


Condemned  for 

Cattle 

Cows 

Calves 

She  ep 

Pigs 

Total 

Tuberculosis 

i 

mm 

1 

m* 

35 

37 

Abscesses 

1 

- 

- 

1 

29 

31 

Damage 

1 

3 

mm 

11 

21 

36 

Tumours 

mm 

1 

mm 

- 

1 

2 

Pleurisy 

- 

1 

1 

A 

6 

Misc . Conditions 

- 

2 

2 

- 

20 

24 

TOTALS 

3 

C  6 

4 

13 

riio 

136 

3.  OFFAL  CONDEMNED 


PTfal 

. 

Cows  & 
Cattle 

Calves 

She  ep 

“Tigs 

Total 

Heads 

19 

m» 

2 

•w 

21 

Sets  Lungs 

26 

108 

7 

670 

811 

Livers 

30 

84 

70 

145 

329 

Hearts 

8 

12 

4 

101 

125 

Skirts 

6 

- 

- 

- 

6 

Melts 

8 

mm 

- 

69 

:  77 

Kidneys 

4 

10 

2 

78 

94 

TOTAlST  "  ‘I 

"  TOT  ‘ .  T 

. J 

r  TT3 

h ,  oB3~ 

1 , 463  . 

4.  TOTAL  ANIMALS  KILLED  AND  INSPECTED  -  13,  958. 


(Ill  Cows,  297  Other  Cattle,  11,354  Calves,  581  Sheep  and  Lambs, 
1,615  Pigs  etc.)  -u 
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Cattle 

" 

COWS 

Calves 

Sheep 

Pigs 

Horses 

(Excl- 

and 

uding 

Cov/s) 

Lambs 

Number  killed 

297 

111 

I  11,354 

i 

i 

T~ 

CO 

1615 

— 

Number  inspected 

297 

111 

I  11,354 

581 

1615 

(A)Meat  &  Offal 

Condemned  for 

Tuberculosis 

Whole  carcases  condemned 
Part  carcase  or  organs 

** 

1 

1 

3 

condemned 

20 

2 

8 

- 

43 

“ 

Percentage  of  animals 
affected  with  Tuberculosis 

f  ~7 

o.  i 

2.7 

0.008 

- 

2.8 

(b)  Meat  &  Offal 

condemned  for 

Cysticercus  Bovis 

Ceneralised  -  carcases 

totally  condemned. 

Part  carcase  or 

— 

tmm 

•-* 

organs  condemned 

Carcases  submitted  for 

8 

treatment  by  refrigeration 

t J  0 

Carcases  affected  with  C. 

B  ovis  but  condemned  for 

8 

some  other  reason. 

1 

1 

- 

Percentage  of  animals 

affected  with 

Cysticercus  Bovis, 

3.03 

0.9 

- 

— 

— 

- 

(CjAll  Other  Diseases 

Who 1 e  c areas  e s  c  ond emne d 
Part  carcases  or 

1 

11 

36 

10 

79 

organs  condemned. 

Percentage  of  animals 

77 

71 

186 

101 

842 

•mrn 

affected. 

29.9 

73.9 

1.9 

19.1 

57.0 

— 

(D)  Weight  of  Meat 

3z  Offal  Condemned 

in  lbs.  for-.- 

(a)  Tuberculosis 

798 

709 

170 

- 

830 

- 

(b)  Cysticercus  Bovis 

399 

- 

- 

— 

(c)  Other  Diseases 

1036 

7721 

2237  I 

885 

7641 

- 

Total  Weights  Condemned 

■■  ■■  ■  —  —  —  ■■  .1  — i  •  .  . . • 

Tuberculosis  1  ton.  2cwts.  1  qr.  ISlbs. 

Cysticercus  Bo vis  3cwts.  Oqr.  Jibs. 

Other  Diseases  Stons.  lipcwts.  Iqr.  7-lbs. 


